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Annual  Report  of _the  M e di c al  Officer  of  Health 
'for  the  y e ar  en ded~  51st  December,  1945 1 

To  the 'Chairman  and  Members  of  the 
Ashbourne  Urban  District  Council. 

i 

Gentlemen, 


I have  the  honour  to  present  to  you  the  Annual  Report 
on  the  health,  sanitary  circumstances,  vital  statistics  and  various 
activities  of  the  Health  Department  for  the  year  ending  1945® 

Statistics  of  the  Area, 

Area  - 1075  acres. 

Estimated  number  of  inhabited  houses  according  to  the  rate 
book  - 1,554. 

Rateable  value.  - £32,614. 

Production  of  penny  rate.  - £131. 

Population  - 5,012. 

Extract  from  Vital  Statistics  of  the  Year. 


Births . 

legitimate . 
illegitimate , 
Birth  rate  per  1000  of 
Average  Birth  rate  for 
Still  Births. 


Males . 
32. 
29. 


o, 


ec 


the  civil 
England 
Mai e s . 

0. 


Females 

57. 

48. 

9. 

population. 
Wales.  - 16 

Females. 

0, 


Total 

89. 


- 17.77. 
47 


Deaths . 

Death  rate  per  1000  of 
Average  Death  rate  for 


Total. 

0. 

58. 


the  civilian  population.-  11.58. 

England  and  Wales.  - 11.4. 

Natural  increase  of  population! excess  of  births  over  deaths. -6. 19 
Number  of  persons  dying,  or  in  consequence  of  childbirth.-  0, 

From  Puerpural  sepsis  - 0. 

From  other  maternal  causes.  - 0. 

Deaths  of  Infants  under  one  year  of  age. 


legitimate 


Male  • 

0. 


Female 

1. 


Total 

1. 


Deaths  from  selected 

cause  s . 
Males . 

Females 

Cancer  all  ages. 

6 • 

4. 

Measles . 

1. 

0. 

Heart  Disease. 

8. 

9. 

Who o ping  C ou  gh  . 

0. 

0. 

Influenza. 

0. 

0. 

Diphtheria . 

0. 

0. 

Total . 

10, 

1. 

17. 

0. 

0. 

0. 


Di pht her i a Immuni s at  ion. 

Number  of  children  immunised  during  the  year,  - 36. 
Approximate  number  of  children  in  area.  - 1186, 
Percentage  immunised  up  to  31.12.45.  - 75  p.c. 

Cases  of  Diphtheria  reported  during  the  year.  - 0. 


There  have  been  no  new  development  or  changes  in  the  following 
services  during  the  year:-  Laboratory  facilities.  Nursing  In  the 
home,  Treatment  Centres,  Clinics  and  hospitals. 


Tuber  oulosis • 

Ttf  has  not  TTeen  necessary  to  take  any  action  under  the  Public 
Health  (prevention  of  tuberculosis  ) Regulation  1925  or  under 
Section  172  of  the  Public  Health  Act  1936. 

New  cases  and  mortality  during  1945. 

Respiratory.  Non-Re spir at ory. 

6,  1. 
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WATER  SUPPLY. 


•The  increased  yield  of  water  is  still  being  obtained  from 
the  two  24"  boreholes  at  Rods ley  Pumping  Station  as  a result  of 
lowering  and  overhauling  of  the  pumps.  Approximately  9,500  galls 
per  hour  can  be  obtained  from  the  boreholes  with  the  pumping  level 
at  165  ft. 

The  average  daily  consumption  of  water  is  now  about 
150,000  gallons. 

The  rainfall  during  the  year  was  27.69  inches  as  compared 
with  31.71  inches  for  1944, 

No  extensions  to  water  mains  have  been  carried  out  during 
the  year.  In  order  to  increase  the  volume  of  water  delivered 
to  the  higher  parts  of  the  Town  it  is  proposed  to  lay  a new  7U 
water  main  from  the  Reservoirs  to  King  Street. 

SEWAGE  AND  SEWAGE  DISPOSAL. 


The  new  bacteria  beds  installed  in  1942  are  working 
satisfactorily  and  producing  a satisfactory  effluent. 

No  additions,  extensions,  or  improvements  have  been 
carried  out  in  sewerage  or  sowa^o  disposal,  during  the  year. 

LEGISLATION. 

No  local  acts,  special  orders,  adoption  acts  or  byelaws 
relating  to  Public  Health  came  into  force  during  the  year, 

PUBLIC  CLEANSING. 

The  Council  continue  to  collect  house  refuse  weekly  from 
all  properties  in  their  district  and  this  is  disposed  of  in  a 
Meldrum  Refuse  Destructor. 

House  refuse  is  sorted  for  materials  such  as  tins,  rags, 
bones,  bottles  and  rubber,  which  is  still  required  for  salvage. 
Tins  are  baled  in  a hydraulic  press. 

MEAT  INSPECTION. 

Two  slaughterhouses  are  in  use  by  the  Ministry  of 
Food  for  the  slaughter  of  animals  required  in  the  Ashbourne  and 
District.  All  carcases  are  regularly  inspected  by  the  Sanitary 
Inspector  and  condemnation  notes  Issued  for  food  which  is  of 
unsatisfactory  quality  for  human  consumption. 

I have  the  honour  to  be 
Sir, 

Your  obedient  Servant, 

Jt  WUok 

Medical  Officer  of  Health, 

July,  1946, 


